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Dart Aerospace Ltd. 


РА Date: 
User: Kim Johnston 
Process Sheet | 
Customer : CU-DAROO1 Dart іній Services Drawing Name : EXTRUSION 'l' BEAM WEB 4" 
Job Number : 31223 
Estimate Number  : 10155 
Р.О. Number · : N LA Part Number : D25003100 
This Issue : 3/4/2007 5.О. Мо. : pi^ Drawing Number ; 02500 REV F1 
Prsht Rev. : NC Project Number : МА 
First Issue : 3/14/2007 Type : PURCHASED PARTS Drawing Revision | : F1 Mr 
Previous Run : 25751 Material Mc /е 
Written By Due Date : 4/6/2007 Qty: 90 Um: Each 
Checked & Approved By 
Comment : Est — E 9209.10 AddedDSK066 KJ 
Additional Product 
Seq. #: Machine Or Operation: Description : 
10 Рб | PURCHASING 
Comment: PURCHASING 
Issue P/O: C Чоу/оъі 15 


а) Extrude as рег Dwg 02500 
b) Material: 6061-T6 (QQ-A-200/8) 
с) Minimum yield tensile strength = 35 ksi 
d) Minimum ultimate tensile strength = 38 ksi 
e) Minimum elongation 7 1096 
f) Order at 100" long 
g) Caradon Indalex Tool  MS-18867 
h) To be packed per DSK 066 
i) Pull test to ASTM standard B221 required. 
j) Material certification is required 
D25003100P 
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Ext -l' Beam Web 4" 
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Comment Qty: 1.0000 Each(s)Unit Total : 
EXTRUSION '' BEAM WEB 4" 
PACKAGING 1 


90.0000 Each(s) 


PACKAGING RESOURCE #1 


Comment: PACKAGING RESOURCE 111 
Receive & Inspect For Transit Damage 
Ensure material certification is attached 


E 


Мы 


Comment: DIMENSIONAL CHECK 
Inspect dimensions per Dwg 02500 
Check Pull test per Dwg D2500 for compliance page attached. 
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WIO: WORK ORDER CHANGES 
Approval 
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Approval 


Prod Mar QC Inspector 


Part No: PAR ff: Fault Category: NCR: Yes( Nj DQA: d) Date: СЛ /9544-3 
ОА: М/С Closed: Date: 
WORK ORDER NON-CONFORMANCE (NCR) 


Description of NC Corrective Action SENON Ba o Verification | Approval | Approval 
DATE | STEP P рр рр 


Section А Initial Action Description Sign & Section C Chief Eng | QC Inspector 
Chief Eng Chief Eng Date 


NOTE: Date & initial all entries 


H:MFORMS'Quality Assurancevapproved QANCRWO RevD 


Date: >» — , Wednesday, 3/14/2007 3:31:12 РМ 
User: Kim Johnston Process Sheet 
| Customer: CU-DAROO1 Dart Helicopters Services Drawing Name: EXTRUSION 'l' BEAM WEB 4" 


Job Number: 31223 Part Number: D25003100 


Seq. #: Machine Or Operation: Description : 


Check hardness with Webster tester 


PACKAGING 1 : PACKAGING RESOURCE #1 


DM TT (ця 


Comment: PACKAGING RESOURCE #1 


Identify and Stock 
Location: L ( 


0с21 FINAL INSPECTION/W/O RELEASE 


Comment: FINAL INSPECTION/W/O RELEASE 
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Dart RE Ltd 


DATE Р PROCEDURECHANGE | 


WORK ORDER CHANGES 
PROCEDURE | PROCEDURECHANGE о | 


Fault Category: МСК: Yes Мо РОА: о. 


ОА: М/С Closed: 


Description of NC 
Section А 


NOTE: Date & initial all entries 


H:MFORMS Quality Assurancevapproved ОА'МСВУМО RevD 


WORK ORDER NON-CONFORMANCE (NCR) - 


Corrective Action Section B 


Action Description 
Chief Eng 


Verification 
' Section C 


Approval 


смегЕпд/ | АРргома! 
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QC Inspector 


Approval | Approval 
Chief Eng QC Inspector 


DART AEROSPACE LTD 
VICTORIA. INTERNATIONAL. AIRPORT, CANADA 
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MATERIAL: 6061-76 (00-А-200/8) 


MINIMUM TENSILE YIELD STRENGTH = 35 ksi 
MINIMUM ULTIMATE TENSILE STRENGTH. = 38 кві 
MINIMUM ELONGATION = 8 % 


A SAMPLE FROM EACH BATCH WILL BE PULL TESTED TO 
ASTM STANDARD B221 BY AN APPROVED TESTING FACILITY 
TO ENSURE THAT THE BATCH MEETS THE ABOVE 

MINIMUM MECHANICAL PROPERTIES. 


BREAK ALL SHARP CORNERS 0.010 MAX 


TOLERANCES ARE PER DART QSI 018 UNLESS OTHERWISE 
NOTED. | 


Fon 02500-1 j pant мейш і;  DZSOO-i- XXX ИНЕ ХХ 16 Cut 

LENET ні INCHES (ec. pasto- = 140 as 140“ гом) 

DUSO -| Езтуцомо мамцексмеер Fem: A бол. бе * 0971057 —> Рта 
b) ChtAtoN misr Бе? Phi- Д003о 
Э смюо МП. ре” ма-еве8 


во. 0200-3, Pier мим бей 16 Росо о З с XXK ма XXX U Cur 
чуб ON INCHES (ве. Digo-3- оо 1» ioo” гом) 
Disbo-3 Ep Muno МімиристмЕ» ром САРОМ пиех ре” М5 16607 
ЅНОР СОРҮ 
RETURN TO 
ENGINEERING | 
Я " ым 23: таз я D РУ 
Copyright 1996/1997 by DART AEROSPACE LTD SUBJECT TO AMENDMENT 
WITHOUT NOTICE 
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INDALEX 


^ SOLUTIONS. D'ALUMINIUM 


ГБАВТ 'AEROSI нову лівою то 
1270. ABERDEEN STREET 
HAWKESBURY, CONT 


| (кейікт 
*6122- 


[TAXE DE VENTE PROV. 
PROV. SALES TÀX 


CUSTOMER Р. S.T. 


меру CHENT 


DIE HO 


INDALEX LIMITÉE 

325. RUE AVRO 

POINTE-CLAIRE (QUÉBEC) H9R 5W3 
TÉL.: 514-697-5120 • FAX: 514-694-8310 · 
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PROFILÉS D'ALUMINIUM - ANODISATION - FABRICATION : - PEINTURE E 
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ACCOUNTING COPY: 
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INDICATIONS SPÉCIALES 
SPECIAL INSTRUCTIONS . 


'ARTONNÉ & INTERCALÉ. 


ARTONED'& INTERLEAVED 


ENVOYÉ PAR 
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